MDPH Bureau of Laboratory Sciences 
Employee Assignments (February 2010) 


Division 

Name 

Title 

Primary Lab Assignment and (secondary lab) 

Dir Bureau of Lab Sciences 

Han, Linda 

Physician II 

Administration 

Anaytical Chemistry 

Bird.Ciranna 

Laboratory Supervisor 1 

Administration 

Anaytical Chemistry 

Nassif.Julianne 

Dir Anaytical Chemistry 

Administration 

Anaytical Chemistry 

Greer,Garry 

Laboratory Supervisor II 

Administration- Training 

Anaytical Chemistry 

Daly, Paul 

Clerk III 

Childhood Lead Administration 

Anaytical Chemistry 

Hunt.Thuy 

Clerk III 

Childhood Lead Administration 

Anaytical Chemistry 

Jacobsen,Patricia 

Program Coordinator III 

Childhood Lead Administration 

Anaytical Chemistry 

Madden, Mary 

Administrative Assistant II 

Childhood Lead Administration 

Anaytical Chemistry 

Phillips,Charlene 

Contract Specialist 1 

Childhood Lead Administration 

Anaytical Chemistry 

Stallings,Sheila 

Clerk III 

Childhood Lead Administration 

Anaytical Chemistry 

Alfonso,Felipe 

Chemist III 

Childhood Lead Lab 

Anaytical Chemistry 

Ogbue,Ngozi 

Chemist III 

Childhood Lead Lab 

Anaytical Chemistry 

Rubin,Alan 

Laboratory Supervisor 1 

Childhood Lead Lab 

Anaytical Chemistry 

Tan,Hua 

Chemist 1 

Childhood Lead Lab 

Anaytical Chemistry 

Gillis, John 

Chemist III 

CT Lab 

Anaytical Chemistry 

Jenner,Jennifer 

Laboratory Supervisor 1 

CT Lab 

Anaytical Chemistry 

Kane,Peter 

Chemist III 

CT Lab 

Anaytical Chemistry 

Noddin.Linwood 

Chemist III 

CT Lab 

Anaytical Chemistry 

Servizio.Paul 

Laboratory Supervisor II 

CT Lab 

Anaytical Chemistry 

Farak.Sonja 

Chemist II 

Drug Lab- Amherst 

Anaytical Chemistry 

Hanchett,James 

Laboratory Supervisor II 

Drug Lab- Amherst 

Anaytical Chemistry 

Pontes, Rebecca 

Chemist II 

Drug Lab- Amherst 

Anaytical Chemistry 

Salem,Sharon 

Chemist III 

Drug Lab- Amherst 

Anaytical Chemistry 

Corbett, Kate 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

Dookhan,Annie 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

Feiden,Stacey 

Chemist 1 

Drug Lab- Boston 

Anaytical Chemistry 

Frasca.Daniela 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

Glazer.Lisa 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

Lawler,Michael 

Chemist III 

Drug Lab- Boston 

Anaytical Chemistry 

Medina,Nicole 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

O'Brien,Elisabeth 

Laboratory Supervisor 1 

Drug Lab- Boston 

Anaytical Chemistry 

Piro.F'eter 

Chemist III 

Drug Lab- Boston 

Anaytical Chemistry 

Renczkowski .Daniel 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

Salemi,Charles 

Laboratory Supervisor II 

Drug Lab- Boston 

Anaytical Chemistry 

Saunders, Della 

Chemist III 

Drug Lab- Boston 

Anaytical Chemistry 

Sprague,Shirley 

Administrative Assistant II 

Drug Lab- Boston 

Anaytical Chemistry 

Tan.Zhi 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

Tran, Mai 

Chemist II 

Drug Lab- Boston 

Anaytical Chemistry 

Katuramu,Patrick 

Chemist II 

Environmental Lab 

Anaytical Chemistry 

F’oe,Michael 

Chemist III 

Environmental Lab 

Anaytical Chemistry 

Gu.Xuejing 

Chemist II 

Environmental Lab (CT Lab) 

Anaytical Chemistry 

Clemmer.Jill 

Laboratory Supervisor 1 

Evironmental Lab (CT Lab) 

Anaytical Chemistry 

Hannon,Bruce 

Chemist II 

Evironmental Lab (CT Lab) 

Anaytical Chemistry 

Havey Capps,Elizabeth 

Chemist III 

Evironmental Lab (CT Lab) 





Laboratory Response 

Carter, Deborah 

Bacteriologist III 

BT Response Lab 

Laboratory Response 

Conley, Caryn 

Bacteriologist III 

BT Response Lab 

Laboratory Response 

Gauthier,Cheryl 

Laboratory Supervisor III 

BT Response Lab 

Laboratory Response 

Swanson,Tanya 

Laboratory Supervisor 1 

BT Response Lab 
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Microbiology 

Phillips,Gloria 

Administrative Assistant 1 

Administration 

Microbiology 

Lungelow.Rita 

Clerk IV 

Administration 

Microbiology 

Zanolli,Janice 

Administrative Assistant 1 

Administration 

Microbiology 

Hankerson, Jacqueline 

Administrative Assistant 1 

Administration 

Microbiology 

Baptiste-Acloque.Roslyn 

Bacteriologist II 

Dairy Lab 

Microbiology 

Davenport,Russell 

Bacteriologist II 

Dairy Lab 

Microbiology 

Parrin.Janis 

Bacteriologist II 

Enteric Lab 

Microbiology 

Stiles,Tracy 

Laboratory Supervisor II 

Enteric/Food/PFGE Lab Supervisor 

Microbiology 

Hemsworth, Meghan 

Bacteriologist II 

Food Lab 

Microbiology 

Wyndham,Susan 

Bacteriologist II 

Food Lab 

Microbiology 

Hussin.Ayman 

Bacteriologist 1 

Food Lab/PFGE Lab 

Microbiology 

Connolly, Lawrence 

Bacteriologist II 

PFGE Lab (BT Response Lab) 

Microbiology 

Crowell,Danielle 

Bacteriologist III 

PFGE/Food Lab (BT Response Lab) 

Microbiology 

Sennott,Janet 

Bacteriologist II 

PFGE Lab 




PFGE Lab (Molecular Diag Lab; Virus Isolation 

Microbiology 

Serrell, Rebecca 

Bacteriologist III 

Lab)) 

Microbiology 

Borne, Paul 

Bacteriologist III 

HIV Hepatitis Lab 

Microbiology 

Kazianis,Arthur 

Laboratory Supervisor 1 

HIV/Hepatitis Lab 

Microbiology 

Noonan,Corrie 

Bacteriologist II 

HIV/Hepatitis Lab 

Microbiology 

Pham,Hang 

Bacteriologist 1 

HIV/Hepatitis Lab 

Microbiology 

Sabina, Brandon 

Bacteriologist 1 

HIV/Hepatitis Lab 

Microbiology 

Zayas,Sabrina 

Bacteriologist 1 

HIV/Hepatitis Lab 

Microbiology 

Gramer.Jill 

Program Coordinator II 

Mycobacteriology Administration 

Microbiology 

Jno-Baptiste,Roland 

Clerk III 

Mycobacteriology Administration 

Microbiology 

Elvin.Paul 

Laboratory Supervisor II 

Mycobacteriology Lab 

Microbiology 

Guillet,Jasmine 

Laboratory Supervisor 1 

Mycobacteriology Lab 

Microbiology 

Jones,Shirley 

Bacteriologist III 

Mycobacteriology Lab 

Microbiology 

Joshi.Swati 

Chemist II 

Mycobacteriology Lab 

Microbiology 

Konomi.Mira 

Bacteriologist II 

Mycobacteriology Lab 

Microbiology 

Lamarre.lsmaelite 

Bacteriologist II 

Mycobacteriology Lab 

Microbiology 

Liu.Donghui 

Bacteriologist III 

Mycobacteriology Lab 

Microbiology 

Silva,Allison 

Bacteriologist 1 

Mycobacteriology Lab 

Microbiology 

Tan,Desmond 

Bacteriologist 1 

Mycobacteriology Lab 

Microbiology 

Belanger, Peter 

Laboratory Supervisor II 

Reference Bacti Lab 

Microbiology 

Thaice.Charleen 

Bacteriologist III 

Reference Bacti Lab 

Microbiology 

Crotty.Taryn 

Bacteriologist II 

Reference Bacti Lab (PFGE Lab) 




Reference Bacti Lab (BT Response Lab; Molecular 

Microbiology 

Condon,Cynthia 

Bacteriologist II 

Diag Lab) 

Microbiology 

Glover, Holly 

Bacteriologist II 

STD/Serology Lab 

Microbiology 

Ahern,Maureen 

Bacteriologist II 

STD/Serology Lab 

Microbiology 

Chin,Tak-wah 

Bacteriologist II 

STD/Serology Lab 

Microbiology 

Holland,James 

Bacteriologist III 

STD/Serology Lab 

Microbiology 

Padilla,Rita 

Bacteriologist 1 

STD/Serology Lab 




Molecular Diag/Virology 

Borne, Deborah 

Administrative Assistant II 

Administration 

Molecular Diag/Virology 

Gordon, G. Scott 

Administration 

Administration 

Molecular Diag/Virology 

Smole, Sandra 

Dir, Div Molecular Diag Vir 

Administration 

Molecular Diag/Virology 

Osborne,Matthew 

Environmental Analyst II 

Arbovirus Field Program 

Molecular Diag/Virology 

Quinn,Jennifer 

Environmental Analyst 1 

Arbovirus Field Program 

Molecular Diag/Virology 

Stinson,Margaret 

Laboratory Supervisor II 

Arbovirus Field Program Administration 
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Molecular Diag/Virology 

Krumholz,Glenn 

Laboratory Supervisor 1 

Molecular Lab BW (Molecular Diag Lab) 

Molecular Diag/Virology 

Hall, Joshua 

Bacteriologist II 

Molecular BW Lab (Molecular Diag Lab) 

Molecular Diag/Virology 

Brazzo, Joseph 

Bacteriologist 1 

Molecular BW Lab (Molecular Diag Lab) 

Molecular Diag/Virology 

Marcelus, Fredlyne 

Bacteriologist 1 

Molecular BW Lab (Molecular Diag Lab) 

Molecular Diag/Virology 

Arango, Nicholas 

Bacteriologist 1 

Molecular BW Lab (Molecular Diag Lab) 

Molecular Diag/Virology 

Jankovic, Snjezana 

Bacteriologist 1 

Molecular BW Lab (Molecular Diag Lab) 

Molecular Diag/Virology 

Doan,Kimberly 

Bacteriologist III 

Molecular Diag Lab 

Molecular Diag/Virology 

LeClair, Erika 

Bacteriologist II 

Molecular Diag Lab 

Molecular Diag/Virology 

Jones,Christine 

Bacteriologist II 

Molecular Diag Lab 

Molecular Diag/Virology 

Hennigan,Scott 

Laboratory Supervisor II 

Molecular Lab 

Molecular Diag/Virology 

Ferreira, Rodrigo 

Bacteriologist 1 

Rabies Lab 

Molecular Diag/Virology 

Fadden,David 

Research Analyst II 

Rabies Lab 

Molecular Diag/Virology 

Farris,Michael 

Bacteriologist 1 

Rabies Lab (Virus Isolation Lab) 

Molecular Diag/Virology 

Hennigan,Dennis 

Bacteriologist III 

Rabies Lab (Virus Isolation Lab) 

Molecular Diag/Virology 

Pani,Vasil 

Bacteriologist 1 

Rabies Lab (Virus Isolation Lab) 

Molecular Diag/Virology 

Wang.Xingtai 

Laboratory Supervisor 1 

Rabies Lab (Virus Isolation Lab) 

Molecular Diag/Virology 

Gonzalez Chase,Yvonne 

Bacteriologist III 

Virus Isolation Lab 

Molecular Diag/Virology 

Halpern-Smith, Fred 

Bacteriologist 1 

Virus Isolation Lab 

Molecular Diag/Virology 

Konomi.Raimond 

Laboratory Supervisor III 

Virus Isolation Lab 

Molecular Diag/Virology 

Chen, Karen 

Laboratory Supervisor 1 

Virus Serology Lab (Virus Isolation Lab) 

Molecular Diag/Virology 

Nguyen,Hieu 

Bacteriologist III 

Virus Serology Lab (Virus Isolation Lab) 

QA/IT 

Caloggero.Dina 

Dir QA/IT 

Administration 

QA/IT 

Foley,Joan 

Telephone Operator 1 

Administration 

QA/IT 

Nagle,Austin 

Program Coordinator III 

Administration 

QA/IT 

Nawn,Kathleen 

Laboratory Supervisor III 

Administration 

QA/IT 

DiNatale,Margaret 

Laboratory Supervisor II 

Administration QA Program 

QA/IT 

Stowell,Marcia 

Laboratory Supervisor II 

Administration Training 

QA/IT 

Borne,Alan 

Laboratory Supervisor II 

CentralLabSvcs- Supervisor 

QA/IT 

Govan,Suzanne 

Laboratory Technician 1 

CentralLabSvcs- Glassware/Kits 

QA/IT 

Govan,Juanita 

Laboratory Technician 1 

CentralLabSvcs- Media Prep 

QA/IT 

Kaczynski, Janice 

Laboratory Technician 1 

CentralLabSvcs- Media Prep 

QA/IT 

Preval, Marie 

Bacteriologist 1 

CentralLabSvcs- Media Prep 

QA/IT 

Borsari,Richard 

Laboratory Technician II 

CentralLabSvcs- Media Prep; Spec Receiving 

QA/IT 

Belgrave, Lemuel 

Laboratory Technician 1 

CentralLabSvcs- Spec Receiving 

QA/IT 

Edge,Benny 

Administrative Assistant 1 

CentralLabSvcs- Spec Receiving 

QA IT 

Ortiz, Waleska 

Laboratory Technician 1 

CentralLabSvcs- Spec Receiving 

EOHHS ASSIGNED TO BLS 

EOHHS IT DIVISION 

Dole,William 

IT 


EOHHS IT DIVISION 

Erskine,Warren 

IT 


EOHHS IT DIVISION 

Kelley, Kathleen 

IT 


EOHHS IT DIVISION 

Normand,Michael 

IT 


EOHHS IT DIVISION 

Nystrom,Keith 

IT 


EOHHS IT DIVISION 

Seeberg, Paul 

IT 


EOHHS IT DIVISION 

Thomas, Ivy 

IT 


EOHHS IT DIVISION 

Veerapandian.Gunasundari 

IT 


EOHHS IT DIVISION 

Zou.Ping 

IT 




























































